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STREET ADDRESS, CITY, STATE, ZIP CODE 
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R100 Initial Comments: 

An unannounced onsite relicensing survey was 
conducted by the Division of Licensing and 
Protection on 2/24/16. There were no regulatory 
findings. 
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